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performance liquid chromatography and 
fluorescence detection 570(1991)209 
















7-Deoxydoxorubicinon 
Simple and sensitive quantification of 
anthracyclines in mouse atrial tissue using high- 
performance liquid chromatography and 
fluorescence detection 570(1991)209 





Desethylchloroquine 
High-performance liquid chromatographic 
separation of the enantiomers of 
hydroxychloroquine and its major metabolites in 
biological fluids using an «,-acid glycoprotein 
stationary phase 570(1991)119 


Desethylhydroxychloroquine 

High-performance liquid chromatographic 
separation of the enantiomers of 
hydroxychloroquine and its major metabolites in 
biological fluids using an «,-acid glycoprotein 
stationary phase 570(1991)119 


Dicarboxylyl-mono-carnitine esters 

Synthesis, characterisation and high-performance 
liquid chromatography of C,—C, , dicarboxylyl- 
mono-coenzyme A and -mono-carnitine esters 
570(1991)253 


Dicarboxylyl-mono-coenzyme A esters 

Synthesis, characterisation and high-performance 
liquid chromatography of C.-C, dicarboxylyl- 
mono-coenzyme A and -mono-carnitine esters 
570(1991)253 


Doxorubicin 

Simple and sensitive quantification of 
anthracyclines in mouse atrial tissue using high- 
performance liquid chromatography and 
fluorescence detection 570(1991)209 


Doxorubicinol 

Simple and sensitive quantification of 
anthracyclines in mouse atrial tissue using high- 
performance liquid chromatography and 
fluorescence detection 570(1991)209 


Ecgonine methyl ester 

Determination of cocaine, benzoylecgonine and 
ecgonine methyl ester in plasma by reversed- 
phase high-performance liquid chromatography 
570(1991)412 


Enzymes 

6-Pyruvoyl tetrahydropterin synthase assay in 
extracts of cultured human cells using high- 
performance liquid chromatography with 
fluorescence detection of biopterin. 570(1991)43 
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High-performance liquid chromatographic 
detection of pitfalls in porphobilinogen deaminase 
determination 570(1991)51 


Isocratic high-performance liquid 
chromatographic measurement of optimal 5a- 
steroid reductase activity in Hep-G2 cells 
570(1991)293 


4'-Epidoxorubicin 

Simple and sensitive quantification of 
anthracyclines in mouse atrial tissue using high- 
performance liquid chromatography and 
fluorescence detection 570(1991)209 


Epidoxorubicinol 

Simple and sensitive quantification of 
anthracyclines in mouse atrial tissue using high- 
performance liquid chromatography and 
fluorescence detection 570(1991)209 


Esmolol 
Simple and rapid high-performance liquid 
chromatographic assay for esmolol 570(1991)217 


Fatty acid-binding protein 

High-yield two-step chromatographic procedure 
for purification of fatty acid-binding protein from 
human heart 570(1991)173 


Fatty acids 
Assessment of fatty acids in cardiac tissue as 
9-anthryldiazomethane esters by high- 
performance liquid chromatography 
570(1991)243 


N-Formyl-5-aminosalicylic acid 
High-performance liquid chromatographic assay 
of 5-aminosalicylic acid (S-ASA) and its 
metabolites N-f-p-glucopyranosyl-5-ASA, N- 
acetyl-5-ASA, N-formyl-5-ASA and N-butyryl-5- 
ASA in biological fluids 570(1991)109 


Galactitol 
Simultaneous determination of gluconolactone, 
galactonolactone and galactitol in urine by 
reversed-phase liquid chromatography: 
application to galactosemia 570(1991)277 


Galactonolactone 
Simultaneous determination of gluconolactone, 
galactonolactone and galactitol in urine by 
reversed-phase liquid chromatography: 
application to galactosemia 570(1991)277 
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Gluconolactone 

Simultaneous determination of gluconolactone, 
galactonolactone and galactitol in urine by 
reversed-phase liquid chromatography: 
application to galactosemia 570(1991)277 


N-f-p-Glucopyranosyl-5-aminosalicylic acid 
High-performance liquid chromatographic assay 
of 5-aminosalicylic acid (S-ASA) and its 
metabolites N-f-p-glucopyranosyl-5-ASA, N- 
acetyl-5-ASA, N-formyl-5-ASA and N-butyryl-5- 
ASA in biological fluids 570(1991)109 


Stability of 5-aminosalicylic acid and its 
metabolites in plasma at — 20°C. Formation of 
N-f-b-glucopyranosyl-5-aminosalicylic acid 
570(1991)224. 


Glutathione 

Determination of oxidized, reduced and protein- 
bound glutathione in eye lenses by high- 
performance liquid chromatography and 
electrochemical detection 570(1991)19 


Guanosine 

Determination of a guanosine—malonaldehyde 
adduct in urine by high-performance liquid 
chromatography with a thiobarbituric acid 
reaction detector 570(1991)301 


Homovanillic acid 

Simple and fast chromatographic method for the 
simultaneous determination of vanillylmandelic 
acid and homovanillic acid in human urine 
570(1991)371 


Hydroxychloroquine 
High-performance liquid chromatographic 
separation of the enantiomers of 
hydroxychloroquine and its major metabolites in 
biological fluids using an «,-acid glycoprotein 
stationary phase 570(1991)119 


Hydroxydebrisoquine 
Determination of debrisoquine and metabolites in 
human urine by gas chromatography—mass 
spectrometry 570(1991)89 


3-Hydroxykynurenine 
High-performance liquid chromatographic 
determination of 3-hydroxykynurenine with 
fluorimetric detection; comparison of 
preovulatory phase and postovulatory phase 
urinary excretion 570(1991)13 
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5-Hydroxy-6-methoxyindole-2-carboxylic acid 
Indolic urinary melanogens: separation and 
identification by gas chromatography with 
selected-ion monitoring mass spectrometry of 
5-hydroxy-6-methoxyindole-2-carboxylic and 
5-methoxy-6-hydroxyindole-2-carboxylic acids 
570(1991)166 


Hydroxynefazodone 

High-performance liquid chromatographic 
method for the determination of nefazodone and 
its metabolites in human plasma using laboratory 
robotics 570(1991)129 


Ibuprofen 

Column-switching techniques for high- 
performance liquid chromatography of ibuprofen 
and mefenamic acid in human serum with short- 
wavelength ultraviolet detection 570(1991)329 


Ifosfamide 

Determination of urinary 2- and 3- 
dechloroethylated metabolites of ifosfamide by 
high-performance liquid chromatography 
570(1991)351 


Immunoglobulin G 

Study of the separation of mouse monoclonal 
antibodies by pseudobioaffinity chromatography 
using matrix-linked histidine and histamine 
570(1991)29 


Iothalamic acid 

High-performance liquid chromatographic 
determination of iothalamic acid in human 
plasma ana urine 570(1991)435 


Ketoprofen 

Enantiospecific analysis of ketoprofen in plasma 
by high-performance liquid chromatography 
570(1991)446 


Lectins 

Method for detecting the lectin activity of 
Momordica charantia transferred from micro 
two-dimensional electrophoretic gel on to 
nitrocellulose 570(1991)399 


Leukotriene D, antagonist 

Stereoselective determination of R(—)- and 
S(+)-MK-571, a leukotriene D, antagonist, in 
human plasma by chiral high-performance liquid 
chromatography 570(1991)157 













Lipoproteins 
Comparison of gel permeation chromatography, 
density gradient ultracentrifugation and 
precipitation methods for quantitation of very- 
low-, low- and high-density lipoprotein 
cholesterol 570(1991)382 


Malonaldehyde 

Determination of a guanosine—malonaldehyde 
adduct in urine by high-performance liquid 
chromatography with a thiobarbituric acid 
reaction detector 570(1991)301 


Mefenamic acid 

Column-switching techniques for high- 
performance liquid chromatography of ibuprofen 
and mefenamic acid in human serum with short- 
wavelength ultraviolet detection 570(1991)329 


Melanogens 

Indolic urinary melanogens: separation and 
identification by gas chromatography with 
selected-ion monitoring mass spectrometry of 
5-hydroxy-6-methoxyindole-2-carboxylic and 
5-methoxy-6-hydroxyindole-2-carboxylic acids 
570(1991)166 


Methadone 

Chiral analysis of methadone in plasma by 
high-performance liquid chromatography 
570(1991)198 


Methanol 

Determination of methanol in whole blood by 
capillary gas chromatography with direct on- 
column injection 570(1991)406 


5-Methoxy-6-hydroxyindole-2-carboxylic acid 
Indolic urinary melanogens: separation and 
identification by gas chromatography with 
selected-ion monitoring mass spectrometry of 
5-hydroxy-6-methoxyindole-2-carboxylic and 
5-methoxy-6-hydroxyindole-2-carboxylic acids 
570(1991)166 


MK-571 

Stereoselective determination of R(—)- and 

S(+ )-MK-571, a leukotriene D, antagonist, in 
human plasma by chiral high-performance liquid 
chromatography 570(1991)157 


Momordica charantia 
Method for detecting the lectin activity of 
Momordica charantia transferred from micro 
two-dimensional electrophoretic gel on to 
nitrocellulose 570(1991)399 
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Monoclonal antibodies 

Study of the separation of mouse monoclonal 
antibodies by pseudobioaffinity chromatography 
using matrix-linked histidine and histamine 
570(1991)29 


Morphine 

Simple method for the determination of morphine 
and its active glucuronide metabolite in human 
plasma by high-performance liquid 
chromatography with electrochemical detection 
570(1991)191 


Direct determination of codeine, norcodeine, 
morphine and normorphine with their 
corresponding O-glucuronide conjugates by 
high-performance liquid chromatography with 
electrochemical detection 570(1991)309 


Morphine-6-glucuronide 

Simple method for the determination of morphine 
and its active glucuronide metabolite in human 
plasma by high-performance liquid 
chromatography with electrochemical detection 
570(1991)191 


Morpholino anthracycline 

Determination of the new morpholino 
anthracycline MX2-HCl and its metabolites in 
biological samples by high-performance liquid 
chromatography 570(1991)203 


MX2-HCI 

Determination of the new morpholino 
anthracycline MX2-HCI and its metabolites in 
biological samples by high-performance liquid 
chromatography 570(1991)203 


Nefazodone 

High-performance liquid chromatographic 
method for the determination of nefazodone and 
its metabolites in human plasma using laboratory 
robotics 570(1991)129 


Norcodeine 

Direct determination of codeine, norcodeine, 
morphine and normorphine with their 
corresponding O-glucuronide conjugates by 
high-performance liquid chromatography with 
electrochemical detection 570(1991)309 


Normorphine 

Direct determination of codeine, norcodeine, 
morphine and normorphine with their 
corresponding O-glucuronide conjugates by 
high-performance liquid chromatography with 
electrochemical detection 570(1991)309 
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Nucleoside 3’,5’-bisphosphate adducts 

Improved reversed-phase high-performance liquid 
chromatographic separation of **P-labelled 
nucleoside 3’,5’-bisphosphate adducts of 
polycyclic aromatic hydrocarbons 570(1991)65 


Nucleotides 

Improved ion-pair high-performance liquid 
chromatographic method for the quantification of 
a wide variety of nucleotides and sugar— 
nucleotides in animal cells 570(1991)77 


Ochratoxin A 

Fast determination of ochratoxin A in serum by 
liquid chromatography: comparison with enzymic 
spectrofluorimetric method 570(1991)441 


17-Oxosteroids 

Thin-layer chromatography of urinary 17- 
oxosteroids using dansylhydrazine as a 
prelabelling reagent 570(1991)396 


Oxytetracycline 

Fully automated high-performance liquid 
chromatographic analysis of whole blood and 
plasma samples using on-line dialysis as sample 
preparation. Determination of oxytetracycline in 
bovine and salmon whole blood and plasma 
570(1991)99 


Paraxanthine 

High-performance liquid chromatographic 
separation of caffeine, theophylline, theobromine 
and paraxanthine in rat brain and serum 
570(1991)185 


Phenylacetic acid 

High-performance liquid chromatographic 
determination of phenylacetic acid in human 
plasma extracted with ethyl acetate 570(1991)376 


Polycyclic aromatic hydrocarbons 

Improved reversed-phase high-performance liquid 
chromatographic separation of 3?P-labelled 
nucleoside 3’,5’-bisphosphate adducts of 
polycyclic aromatic hydrocarbons 570(1991)65 


Porphobilinogen deaminase 

High-performance liquid chromatographic 
detection of pitfalls in porphobilinogen deaminase 
determination 570(1991)51 


Propranolol 

Liquid chromatographic analysis of propranolol 
enantiomers in human blood using precolumn 
derivatization with (+ )-1-(9-fluorenyl)ethyl 
chloroformate 570(1991)453 
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Proteins 
High-yield two-step chromatographic procedure 
for purification of fatty acid-binding protein from 
human heart 570(1991)173 


6-Pyruvoyl tetrahydropterin synthase 

6-Pyruvoyl tetrahydropterin synthase assay in 
extracts of cultured human cells using high- 
performance liquid chromatography with 
fluorescence detection of biopterin. 570(1991)43 


Quinine 

Measurement of quinine in filter paper-absorbed 
blood by high-performance liquid 
chromatography 570(1991)180 


Sanguinarine 

Sanguinarine levels in biological samples by 
high-performance liquid chromatography 
570(1991)425 


5a-Steroid reductase 

Isocratic high-performance liquid 
chromatographic measurement of optimal 5a- 
steroid reductase activity in Hep-G2 cells 
570(1991)293 


Steroids 

Determination of serum cortisol by reversed- 
phase liquid chromatography using precolumn 
sulphuric acid—ethanol fluorescence derivatization 
and column switching 570(1991)1 


Succinylcholine 

Rapid determination of succinylcholine in human 
plasma by high-performance liquid 
chromatography with fluorescence detection 
570(1991)390 


Sugar-nucleotides 
Improved ion-pair high-performance liquid 
chromatographic method for the quantification of 
a wide variety of nucleotides and sugar— 
nucleotides in animal cells 570(1991)77 







Terfenadine 
Determination of terfenadine and terfenadine acid 
metabolite in plasma using solid-phase extraction 
and high-performance liquid chromatography 
with fluorescence detection 570(1991)139 


Terfenadine acid metabolite 

Determination of terfenadine and terfenadine acid 
metabolite in plasma using solid-phase extraction 
and high-performance liquid chromatography 
with fluorescence detection 570(1991)139 


Theobromine 

High-performance liquid chromatographic 
separation of caffeine, theophylline, theobromine 
and paraxanthine in rat brain and serum 
570(1991)185 


Theophylline 

High-performance liquid chromatographic 
separation of caffeine, theophylline, theobromine 
and paraxanthine in rat brain and serum 
570(1991)185 


Vanillylmandelic acid 

Simple and fast chromatographic method for the 
simultaneous determination of vanillylmandelic 
acid and homovanillic acid in human urine 
570(1991)371 


Verapamil 

Plasma level monitoring of D,L-verapamil and 
three of its metabolites by reversed-phase high- 
performance liquid chromatography 
570(1991)229 








